
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



SOCIETY OF MICROSCOPISTS. 199 

August 10, 1886. Balance in hand of Treasurer $115.85 

Receipts Chautauqua meeting, fees and dues 402.00 

Cash in hands of Treasurer August 13, 1886 $517-85 

Assets, fees and dues to be collected 776.00 

Showing a possible available balance of $1,293.85 

As the term of the Treasurer and Custodian expires at the next 
meeting of the Society, a complete inventory of all the property of 
the Society in his possession will be then presented. 

GEO. E. FELL, 
Treasurer and Custodian. 



AUDITORS' REPORT. 

The annual audit of the Treasurer's accounts of the American 
Society of Microscopists for the year ending August 10, 1886, pre- 
sents the following statement, which agrees with the Treasurer's 
report: 

Total receipts for year ending August 10, 1886 $808 91 

Disbursements (proper vouchers to cover each expenditure) 693 06 

Cash on deposit, as per book 11,080, Nat. Savings Bank of Buffalo 115 85 

Cash on deposit, as per book 1 1 ,079, to credit of Spencer and Tolles fund. . 85 20 

Total cash in hands of Treasures, as above $201 05 

A bond given by the Treasurer in the sum of $1,000, to secure 
the Society, has been examined and found satisfactory. The surety 

is indorsed by Dun's Mercantile Agency. 

WM. J. LEWIS, 
F. S. NEWCOMER, 

Auditors. 

REPORT OF COMMITTEE ON UNIVERSAL MICROSCOPE SCREW. 

The committee appointed at the Rochester meeting to confer 
with the Royal Microscopical Society of London, in relation to 
changes in the universal screw for microscope objectives reported 
progress and submitted the following correspondence: 

Rochester, N. Y., July 6, '85. 

Frank Crisp, Esq., Sec'y Royal Microscopical Society, London, Eng.: 

My Dear Sir — I beg to submit the following to your consideration and that 

of your Society. If no official action can be taken on the matter shortly, will you 

kindly give your personal opinion of the subject, at as early a date as possible? 

Very truly yours, 

EDWARD BAUSCH. 
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July 6, 1885. 
Frank Crisp, Esq., Sec'y Royal Microscopical Society, London, Eng. : 

Honored Sir — At the last meeting of the American Society of Microscopists 
held at Rochester, N. Y., the undersigned were appointed a committee to confer 
with the Royal Microscopical Society on the advisability of adopting a new Uni- 
versal Screw, which will better meet modern requirements than the present one. 

The Society unquestionably felt that as the present Screw had been made a 
standard by your Society, the initiatory action on the adoption of a new one, 
should be taken by it. 

We are well aware that any change in the form or size of the present screw 
will involve much labor, and for a time will be the means of causing great incon- 
venience to workers with the microscope; notwithstanding this, the committee 
believes that the present time is best suited for such action, if, in the opinion of 
your Society, it would be the means of accomplishing a good result. 

Without, in the least, wishing to appear to criticise the present Standard, we 
would respectfully draw your attention to the fact that the taps or plugs which are 
sent out by your authorized agent embody a number of errors which we desig- 
nate below. 

1. They are not round. 

2. They are unlike in diameter. 

3. The threads do not correspond. 

The committee has endeavored to have a standard plug made according to 
the original dimensions adopted by your Society; it was intended to have the plug 
ground to the correct size and shape after it had been hardened but the makers who 
undertook to do this, after earnestly working at it for a long time, finally gave in- 
formation that it was next to impossible to produce a thread slightly rounded as 
the present one is, in this manner. 

In addition to the above facts we would also submit that in our opinion higher 
optical results can be obtained in the microscope, if a screw of larger dimensions 
than the present one is used. 

If any change in the size and shape at the present time appears feasible to you, 
and if there is a possibility of concerted action, it will give the committee pleasure 
to have two Standard Screws made, constructed after the plan of Prof. W. A. 
Rogers, which can be sent you for examination and comparison. If they meet 
your approval, one is to be retained by your Society, the other by the American 
Society, and all screws or taps made thereafter should be compared with the origi- 
nal one, and not permitted to go into use unless they are found to correspond 
with them. 

Submitting all of the above for your kind consideration, we beg to assure you 
of our deep regard. Very truly yours, 

EDWARD BAUSCH, 
WM. A. ROGERS. 
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London, England, Nov. 5, 1885. 
Prof. W. A. Rogers and Edward Bausch, Esq.: 

Dear Sirs — Yours of the 6th of July last came to hand during our vacation, 
and shortly before I was going abroad, and it was found impossible to deal with it 
until the commencement of the new sessions, though I fear I am in default in not 
having acknowledged the letter and informed you of this, for which please accept 
my apologies. 

The Council took your letter into consideration at the last meeting, and have 
given the special committee who were appointed to deal with the matter instruc- 
tions on the subject, which the committee are now actively engaged in considering. 
It is possible that a little time may elapse before we shall be able to send you a 
definite report, but in the meantime you may rest assured that the matter shall be 
dealt with with all possible promptness. 

The Council were pleased with the kind and considerate manner in which 
your Society had placed the matter before ns. 

Yours truly, FRANK CRISP. 

6 Old Jewry, London, E. C, 26 July, 1886. 

Dear Sir — I am sorry to have to inform you that after several meetings 
the committee appointed to consider the question of the Society's screw are not 
able to make their report in time for your forthcoming meeting, as they hoped they 
would do. 

A great deal of difficulty has been experienced in regard to the question, and 
the committee are reluctant to report until they have exhausted enquiries with the 
principal European mechanicians who are conversant with such matters. 

I'may mention that generally the experts whom the committee have consulted 
are of opinion that it will not be possible to supply an exact gauge except for a sum 
very largely in excess of that charged for the present gauges. At first sight it 
might be thought that the question of cost ought not to enter into a matter in which 
the main point is one of accuracy, but it must be borne in mind that the gauge has 
to be used by a considerable number of makers, some of whom might not be dis- 
posed to incur the expense of a very costly gauge, so that the object in view would 
be likely to be defeated if the cost is too large. 

Yours truly, FRANK CRISP. 

Prof. D. S. Kellicott, 

Sec'y A. S. M. 



